BELL SYSTEM PRACTICES SECTION 570-202-400 


Plant Series Issue 1, December, 1964 
AT&TCo Standard 


1LA CODOMAT AND 1LA CODOMAT CABINET 


WIRING DIAGRAM 


1. GENERAL 


1.01 This section shows the wiring of the 1LA codomat. 
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Figure 1 - 1LA Codomat 
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